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CONFIDENTIAL 

PAGE 01 HONG K 13889 300415Z 

66 

ACTION SY-05 

INFO OCT-01 EA-07 ISO-OO /013 W 

042369 

P 300246Z NOV 76 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC PRIORITY 2887 
INFO AMEMBASSY KUALA LUMPUR PRIORITY 
AMEMBASSY BANGKOK PRIORITY 

CONFIDENTIAL HONG KONG 13889 

DEPT FOR SY/T AND NSU FROM OIC/RTC; KUALA LUMPUR FOR RSO; 
BANGKOK FOR BEAUDOIN 

E.O. 11652: GDS 
TAGS: ASEC NSU 

SUBJECT: EMERGENCY ELECTRICAL RENOVATION FOR CHANCERY 

REF: A) STATE 288 1 10; B) STATE 2881 1 1 ; C) KUALA LUMPUR 
6818 (NOTAL) 

1 . OIC AND SEABEE ROUSE HAVE RECEIVED PRC VISAS TO VISIT 
PEKING FROM NOV. 29 TO DEC. 15. PROJECT REQUIRES TEAM EFFORT 
PARTICULARLY IN VIEW OF COMM CENTER ELECTRICAL AND CONDUIT 
WORK AND THE NEED TO CRAWL INTO AND INSPECT TUNNEL BELOW 
CHANCERY AND RESIDENCE. HOWEVER, IN VIEW OF EMERGENCY HAVE 
CANCELED TRIP AND WILL TRY TO RE-SCHEDULE IT FOR JANUARY 3. 
SEABEE ROUSE WILL ARRIVE KUALA LUMPUR ON DEC. 1 . 

2. FOR BANGKOK: IF PHASE II OF PROJECT INVOLVES RESTRICTED 
AREAS, SEABEE WILLIAMS SHOULD BE PREPARED TO ASSIST IN CONSEC 
CAPACITY. NATURE AND EXTENT OF WORK WILL NOT BE KNOWN UNTIL 
COMPLETION OF SURVEY. AS A FOLLOW UP. BEAUDOIN MAY WISH 

TO SCHEDULE A TECHNICAL INSPECTION OF THOSE SENSITIVE 
AREAS INVOLVED IN RENOVATIONS. 
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